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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 00569 162053Z 

15 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

005841 

R 161832Z JAN 76 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 1585 

UNCLAS CARACAS 0569 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUB J : MAJOR PROJECTS: URIB ANTE-CAP ARO HYDROELECTRIC PROJECT 

REF: CARACAS 9735 

1 . C.A. DE ADMINISTRACION Y FOMENTO ELECTRICO (CADAFE), 

THE GOVERNMENT ELECTRIC POWER UTILITY, CHARGED WITH RURAL 
ELECTRIFICATION, HAS SIGNED A CONTRACT FOR ENGINEERING DESIGN 
WORK WITH A CONSORTIUM COMPOSED OF THREE VENEZUELAN ENGINEERING 
COMPANIES AN A US. FIRM WICH CADAFE IS PRESENTLY UNWILLING TO 
NAME. HOWEVER, ANOTHER LOCAL SOURCE INDICATED THAT CHICAGO- 
BASED HARZA ENGINEERING IS THE US. PARTNER OF THE VENEZUELAN 
FIRMS. THE NAME OF THE CONSORTIUM IS CONSORCIO ESTUDIOS HID- 
ROELECTRICOS. 

2. THE CONSORTIUM IS TO EXECUTE THE ENGINEERING WORK FOR A 
HIDROELECTRIC PROJECT IN THE ANDES WHICH WILL EXPLOIT THE URI- 
BANTE, CAP ARO, DORADOS AND CAMBURITO RIVERS. THE PROJECT 
WILL CONSIST OF FOUR DAMS AND THREE POWER HOUSES AND IN ITS 
FINAL STAGE WILL HAVE A GENERATING CAPACITY OF 660,000 KW. 

THE FIRST STAGE WITH TWO TURBINES OF 100,000 KW EACH IS TO 
DELIVER POWER BY 1981. THE TOTAL PROJECT IS TO COST BS. 3 
BILLION (698 MILLION). CERTAIN PRELIMINARY WORK, SUCH AS 

THE CONSTRUCTION OF ACCESS ROADS, IS ALREADY UNDERWAY. 
SHLAUDEMAN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA00569 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76001 8-0730 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 51 /aaaabswq. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 CARACAS 9735 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUN 2004 by schwenja>; APPROVED <01 DEC 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECTS: URIBANTE-CAPARO HYDROELECTRIC PROJECT 
TAGS: BEXP, VE 
To: STATE 
Type: TE 
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